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There must be no possible movement either in the model or the chassis during the pointing, so that it is imperative in some way or another that the whole shall be solidly established, otherwise all the measurements taken subsequent to any disturbance will not be true. This is a point of the greatest importance, and must be the subject of the most minute attention.
There are two ways of putting the large chassis in place; first, by fixing four uprights at the angles, as in the case of the small chassis; second, by suspending it from the ceiling of the studio. The latter way is by far the best, as thus the danger of knocking against die uprights during work and disturbing the measurements is avoided.
For this second method, much depends on the studio; but some means must be found of fixing to the ceiling four descending branches reaching down to the height at which
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